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Disclosure to Promote the Right To Information 

Whereas the Parliament of India has set out to provide a practical regime of right to 
information for citizens to secure access to information under the control of public authorities, 
in order to promote transparency and accountability in the working of every public authority, 
and whereas the attached publication of the Bureau of Indian Standards is of particular interest 
to the public, particularly disadvantaged communities and those engaged in the pursuit of 
education and knowledge, the attached public safety standard is made available to promote the 
timely dissemination of this information in an accurate manner to the public. 
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1. Scope — Specifies materiai, form and dimensions of screw connections used between a camera and 
a tripod or other accessories. 

2. Material — Aluminium alloy conforming to designation 64423 or 64430 of 18:733-1983 
'Specification for wrought aluminium and aluminium alloy bars, rods and sections ( for general 
engineering purposes ) ( third revision)' or an equivalent material. 

Note — The hardness of the equivalent material shall be such as not to spoil the camera or wear out with usage. 

3. Form, Basic Dimensions, Deviations and Tolerances — The form and dimensions of the 
connections shall be as shown in Fig. 1 and 2 and Tables 1 and 2. 
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All dimensions in millimetres. 
FIG. 1 DIMENSIONS OF NUT AND BOLT 
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FIG. 2 NUT AND BOLT SCREW THREADS 



EXPLANATORY NOTE 



In the preparation of this standard, assistance has been derived from ISO 1222-1973 'Photo- 
graphy — Tripod connections ', issued by the International Organisation for Standardization. 
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TABLE 1 NUT THREADS 



UNC 
MOD 

Sixe 

mm 


Numb«r of 
Tlirttttds 
p«r 26-4 

mm, 
n 


Pitch. P 
mm 




Dlam«t«rs 


Major 

Diameter D 

mm 


Pitch 

Diameter D^ 

mm 


Minor 

Diameter Di 

mm 


6-350 


20 


1-270 


Basic dimensions 


6-350 


6-525 


4-975 


f Uppsr (£S) 
Deviation \ 


— 


+ 0-295 


+0292 


(Lower (£/) 


+0110 


+ 0*110 





Tolerances 


— 


0-185 


0292 


9*525 


16 


1-588 


Basic dimensions 


9-525 


8494 


7-806 


r Upper (£5) 


- 


+0-366 


+ 0-357 


I Lower (£/) 


+ 0-150 


+ 0-150 





Tolerances 


- 


0-216 


0-357 



TABLE 2 BOLT THREADS 



UNC 
MOD 
Size 

mm 


Number of 
Threads 
per 26-4 

mm, 
n 


Pitch. P 

mm 




Diameters 


Major 

Diameter d 

mm 


Pitch 

Diameter </a 

mm 


Minor 

Diameter </i 

mm 


6-350 


20 


1-270 


Basic dimensions 


6-350 


5-525 


4-975 


Upper {es) 


—0028 


—0-028 


-0-212 


Deviation 

^ Lower («/) 


— 0-338 


-0*170 


— 


Tolerances 


0-310 


0-142 


— 


9-525 


16 


1-588 


Basic dimensions 


9-525 


8 494 


7806 


r Upper (e*) 


—0033 


—0-033 


—0-262 


Deviation < — ■- ■ 

^ Lower (e/) 


—0-393 


—0-199 


- 


Tolerances 


0-360 


0-166 


— 



Note 1 — Basic profile of screw threads shall be in accordance with IS: 4218*1976 ' ISO metric screw threads: 
Part 1 Basic and design profiles ( first revision )\ 

Note 2 — Basic dimensions of screw threads shall be in accordance with IS : 4218 (Part 3) •1976 'ISO metric screw 
threads: Part 3 'Basic dimensions for design profiles ( first revision )'. 

Note 3 — Deviations and tolerances refer basically to UNC 1A and IB (with minor changes for deviations D and 
Dt considering the interchangeability with existing apparatus). 
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AMENDMENT NO. 1 MARCH 1993 

TO 

IS 10835 : 1984 SPECIFICATION FOR TRIPOD 

CONNECTIONS, PHOTOGRAPHIC 

( Page 1, clause 3, Fig. 2) — Substitute 

25.4 mm 5 

p^ H=0.866P H=0.54127P 

n 8 
for 

25.4 mm 

•p= H= 0.866P 

n 



(LMD24) 
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